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Paris Rainh 1 6.4^1 Lines, and the Barometrical 
Range zh Lines'more than the Padua. 

llhe hH Thing which the iliuftriou? Marquifs 
takes notice of is the MagnetkalDecVmatton^ which 
he faith is 1 3 Degrees /F^, and hath decreafed in 
the fix Yearsi§*^'rthat every Day there is a fluall 
Alteration in the Declination, fo that it doth not con- 
tinuethe fame a whole Day together; that the De- 
clination of all needles (efpecially if touched by diife* 
rent Magnets) is different a few Sexagefms. Butthefe 
Niceties I recommend to the Enquiry of the Curious^ 
becaufe theydifagree with theObfervationsofG//&^r/:5, 
arid moft of the Magnetical Writers, 
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NUMB. 428, p, 85. 1. 4. r.Bottarius. n. 429 p. 143 1. i^. 

r, Lwas Jhewed, ■«. 430, p,iS7' 1- 5. from the Bottom, r. 

manet, ibid, p. 191. 1. 3.r. de polythalamiis. n,/^^/^,p, 415. 1. 8. 
from the Bottom, r. Rerum. 


